AMENDMENT NO. 1 MARCH 2012 
TO 
IS 11401 (PART 2) : 1990 GENERAL REQUIREMENTS 
FOR SLOW SAND FILTERS 


PART 2 DESIGN, CONSTRUCTION, OPERATION AND 
MAINTENANCE 


(Page 3, clause 5.12, para 3, line 2) — Substitute ‘ferro’ for ‘ferrow’. 


(CED 24) 
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